'*^ART 
DELEASEn 
n f JUN 0 7 2022 1 y 
9.^3 
% 
ppp 
AEROSPACE 


Part Number | 
D412-761-047 j 


Description 
Armrest, LH 


Box Part Number [ 
Dimension! 
20 X 10 X 12 


Other Packaging [ 


Logo Decals [ 
] [ 


Packaging Instructions and Decal Placement 


D412-761-049 
Tape box with clear tape. Insert foam at bottom of box. Place label D2729-4 on part D3705-041. Tape 
hardware on paperwork. Add parts and paperwork into box and add foam on top to prevent movement. 
Ciose box with dear tape. 


D2729-4 
D2729-3 


D412-761-047 
CHG002 
SH09-4 
Door Mtd. Instrument Panel 
SR03832NY 
Bell 204/205/210/212/214/412 
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